Destroyed by fire TAB Hall 
116 Main Street Kensington 
Tab Hall (Temperance Abstinence and Benevolence) 
Destroyed by fire 


1900 


Today the site is 
Rich’s Citgo 


TAB next to St. Paul’s Church on 
Main Street 
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In the 1930’s TAB met at the old Kensington Congregational 
Chapel at the corner of Farmington Avenue and New Britain 
— Road. about 1920 


4% Kensington Congregational Church photo 


